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season. In spite of this Dr. Taylor never expressed the least hesitation or regret or fear of the result, and the operations for the transportation continued as though the turf were in the most flourishing condition. Most people with so expensive a project on hand would have hesitated to proceed, tried to reconsider, or attempted some strenuous and perhaps useless remedy. Not so with Dr. Taylor. Somehow he felt sure he was safe and right, and the result proved him right. This faculty of knowing things correctly is doubtless one of the secrets of his success in achievement.